Coherent Planning 
-Well, you don’t stand still! 


-Yet, no hurry. Let’s get it right this time! 
(little joke). 


-We’re into research phase presently. 
-In a year or so, start accepting bids? 
-The technology available today 

will produce ovens of breathtaking 
efficiency! 

-Better out than in! 


-Wit so dry! 


-If not lethal. 


